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£LtCTRIC!T^ D£ FRANCE fNTEP,f4ATJ0NAL 
fJORTH AMERICA, INC. 

June IS, 2004 , 



! 



ATTN: Ms, Catherine Gaujacq, Vice President 
Mr. Benoit Dreiix, Vice President 

RH: Officer Transition 
Dear Ms. Gaujacq and Mr. Dreux, 

In order to facilitate the smooth transition of officers, I would lilce to review the 
following policies and practices of Electricity de France, International North America 
("EDFINA") with respect to the offices of President and Vice-President. 

Only the President is permitted to enter into contracts with third parties on behalf 
of EDFINA; malce representations and/or warranties on behalf of EDFD^A or incur 
expenses on behalf of EDFMA. tn the President's absence, the above transactions may 
be earned out by either Vice-President upon the express written consent of the President 
The President's consent, Iiowever, is not necessary for either Vice-President's use of their 
corporate credit cards for the incurrence or reimbursement of daily expenses If ariy 
electronic payment is needed for corporate expenses, the Assistant wiu'use the 
President's credit card for such purpose, as usual. 

rr>,.r^,!f '^''1''?"' '' '" *' ''"'^ °^ the President to supervise the daily operations of 
EDFINA, including all operations of Electrioite de France in the United States and 
Canada. Therefore, it is important that the President is kept informed of the states of aD 
pending or current contract negotiations and agreements involvmg Eleotricitede France 
m the United States or Canada. All files, letters, contracts, eorrespondenoe bills and 
similar documents must be maintained at the principal office of EDFINA International 
North /Imcrica in Washington, D.C. Mail directed to EDFINA should also be delivered 
to and maintatned at the principal office in Washington, D.C, including a copy of 
important emails and other relevant pieces of informal infomiation- 

For convenimce and efficiency, all pablications, reviews, newspapers (in print or 
cleotrcnically) must be delivered to the office of which they are to be redistributed 




Sincerelv, 



Electricite Be feance International North America 
Christian Nadal, President 
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